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people it represented, and that claim, once made, could never be forgotten. To one section of the Republicans, the only legitimate Government was the expelled Long Parliament, granted by statute the right never to be dissolved but by its own consent. To another section, any elected Parliament was as all-powerful as the people from which its rights were derived. To admit the right of any external power to limit the authority of Parliament, seemed to both a betrayal of the liberty of the nation.
The first Parliament elected under the provisions of the Instrument of Government met in September, 1654. The majority of its members were Presbyterians or moderate Independents, for the extreme men of the Little Parliament had been rejected at the polls. It soon became evident that while the House was prepared to accept Cromwell as head of the state, it was not willing to accept the constitution which the officers had devised. Instead of contenting itself with the functions of a legislature, it claimed to be a constituent assembly. The Protector might exercise the executive power, provided the representatives of the people settled the terms upon which he held it. "The government," ran the formula adopted, " should be in the Parliament and a single person limited or restrained as the Parliament should think fit.*' The co-ordinate and independent power which the Instrument of Government gave the Protector was thus called in question, and Parliament once more laid claim to sovereignty.
Cromwell thought  it  necessary to  intervene tolace we attack, and so in no hope> Fortescue'samaica.
